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Message Text 

UNCLASSIFIED 

PAGE 01 MOSCOW 03455 161334Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO /018W 

162236Z 059124/14 

R 161306Z MAR 77 
FM AMEMBASSY MOSCOW 
TO AMCONSUL FRANKFURT 
INFO SECSTATE WASHDC 5129 

UNCLAS MOSCOW 3455 

FRANKFURT FOR OIC/RTC, SECSTATE FOR A/SY/T 

EO 11652: NA 
TAGS: ASEC 
SUBJECT: SUPPLIES 

1 . PLEASE POUCH THE FOLLOWING SUPPLIES TO TSO/MOSCOW: 

QUANTITY ITEM APPLICATION 

2 ROLLS METAL FOIL TAPE. REPAIR PURPOSES. 

1 CAN ISO-PROPYL ALCOHOL TAPE RECORDER CLEANING. 

2 BOXES 3-5 MM. WIRE CLIPS ALARM CABLE INSTALLATION. 

2 BOXES 5-7 MM. WIRE CLIPS ALARM CABLE INSTALLATION. 

15 EA. 220/18 VAC STEP-DOWN (SEE PARA 2.) 

TRANSFORMERS 

1 ROLL (700 FT.) QUAD WIRE, AT-8378D ALARM INSTALLATION. 

2 EA. 220/24 VAC STEP-DOWN (SEE PARA 3.) 

TRANSFORMERS 

2. TRANSFORMERS ARE TO ACCOMMODATE ANTICIPATED CONVERSION OF 127 
VAC POWER TO 220 VAC POWER. 18 VAC OUTPUT WILL SUPPLY PRESENT 
ADVISOR III AND ADVISOR VI ALARM SYSTEMS. 

3. 24 VAC TRANSFORMERS WILL SUPPLY PDI 803 AND 801 
MONITORS. 

TOON 

UNCLASSIFIED 
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